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School  Infrastructure  Needs 
Survey  II  Results 


OVERVIEW 


SEPTEMBER  1999 


Illinois  State  Board  of  Education 
School  Financial  Services  Center 
School  Construction  and  Facility  Services  Division 
100  North  First  Street 
Springfield,  Illinois  62777-0001 

Telephone:  217/785-8779 
Fax:  217/782-6096 
Web:  www.isbe.state.il.us 


School 
Infrastructure 
Survey  II 

$7.4  Billion  of 
WORK  NEEDED* 


Projected  Needs: 

The  pie  charts  on  this  page  depict  the  estimated  need, 
type  and  cost  of  work  by  category.  These  needs  are 
projected  within  the  next  five  years,  over  and 
above  work  currently  in  progress  through  1999 
(excluding  projects  under  the  School 
Construction  Program  and  pending  Health/Life 
Safety  work). 


$62,641,617 
746  Bldgs 
$103,201,665 
395  Bldgs 

$335,631,641 
1,008  Bldgs 


$651,549,795 
340  Bldgs 


Elementary 

Pre-K-8 

6,699  Buildings" 


$382,296,543 
528  Bldgs 


$1,030,761,402 
108  Bldgs 


$471,242,300 
69  Bldgs 


$27,192,700 
198  Bldgs 
$49,092,490 
128  Bldgs 
$25,827,932 
185  Bldgs 


$147,801,570 
97  Bldgs 


Jr.  High 

Grades  7-9 

1,479  Buildings" 


Chicago  District  299 
0 Buildings 

$344,728,000 
34  Bldgs 


$45,488,225 
110  Bldgs 


$77,260,000 
1 1 Bldgs 


$134,408,423 
239  Bldgs 
$113,255,475 
147  Bldgs 


High  School 
Grades  9-12 
1,763  Buildings" 


Legend: 


$105,938,950 
204  Bldgs 
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New  Buildings  to  Be  Constructed 

Existing  Buildings  to  Be  Replaced 

Buildings  Needing  Health/Life  Safety  (HLS)  Work 

Building  Repairs  or  Rehabilitation  other  than  HLS  Work 

Additions  to  Existing  Buildings 

Upgrading  of  Building  Technology 

Remodeling  or  Alterations 

Other  Site  Improvements  (Parking,  etc.) 


$389,994,183 
85  Bldgs 

$403,177,956 
^ 131  Bldgs 

$315,373,635 
918  Bldgs 

$667,225,000 
28  Bldgs 


' Excludes  School  Construction  Program  applications 
and  pending  Health/Life  Safety  amendments. 

' More  than  one  project  per  building  is  needed. 


$120,875,000 
11  Bldgs 


Regional  Areas 
$7.4  Billion  of 
WORK  NEEDED* 

Projected  Needs: 

The  pie  charts  on  this  page  depict  a regional 
overview  of  infrastructure  needs  by  district  type. 
These  needs  are  projected  within  the  next  five 
years,  over  and  above  work  currently  in  progress 
through  1999  (excluding  projects  under  the  School 
Construction  Program  and  pending  Health/Life 
Safety  work). 


Elementary 
Pre-K-8 
6,699  Builldings 


Summary: 

Downstate 
$2,859,928,243 
4,830  Bldgs 


Collar  Counties 
$1,280,064,687 
1,795  Bldgs 


Chicago  District  299 
$2,488,586,699 
1,620  Bldgs 


$1,973,478,559 
1,390  Bldgs 


$349,401,730 
1,202  Bldgs 


Cook  County 
$805,229,336 
1 ,696  Bldgs 


Chicago 
Cook  County 
Collar  Counties 
Downstate 


Jr.  High 
Grades  7-9 
1,479  Builldings 

Chicago  District  299 
0 Buildings 


High  School 
Grades  9-12 
1,673  Builldings 


Legend: 

□ Chicago  Dist  299 

■ Cook  County 

■ Collar  Counties 

■ Downstate 

Excludes  School  Construction  Program  applications 
and  pending  Health/Life  Safety  amendments. 

More  than  one  project  per  building  is  needed. 


$515,108,140 
230  Bldgs 


High  School 
Grades  9-12 
918  Buildings** 

$20,384,160 
84  Bldgs 


Elementary 

Pre-K-8 

3,505  Buildings** 


i 

$29,369,750 
258  Bldgs 


$101,007,970 
623  Bldgs 


$14,357,500 
146  Bldgs 


$29,522,750 
129  Bldgs 


Health/Life  Safety 
$1.7  Billion  of 
WORK  NEEDED* 

(including  Chicago  Public  Schools  District  299) 

Projected  Needs: 

The  estimated  need  for  Health/Life  Safety  work  is  depicted  in  the 
pie  charts  on  this  page.  These  needs  are  projected  within  the 
next  five  years,  over  and  above  work  currently  in  progress  through 
1999  (excluding  projects  under  the  School  Construction  Program 
and  any  pending  HLS  work). 


Summary  by  Type  of  Work: 


□ Asbestos 

□ Structural  Repairs  Other  than  Roofs 
■ Roof  Repair  or  Replacement 

G9  Heating,  Ventilation  and  /or  Air  Conditioning  Systems 

□ Electrical  Systems  Other  than  Alarms 

□ Other  Health/Life  Safety  Work 


$276,999,652 
745  Bldgs 


$54,710,067 
588  Bldgs 


Jr.  High 

Grades  7-9 
716  Buildings** 


Chicago  District  299 
0 Buildings 


$85,499,490 
641  Bldgs 


Structural  Repairs  Other  than  Roofs 

$81,221,867 

403  Bldgs 


Roof  Repair  or  Replacement 

$197,370,127 

949  Bldgs 


Heating  Ventilation  and/or 
Air  Conditioning  Systems 
$400,127,709 
1 ,093  Bldgs 


High  School 
$315,373,635 
1,763  Bldgs 


Jr.  High 
$29,522,750 
716  Bldgs 


Legend: 


$165,490,130 
912  Bldgs 


Summary 


Other 


$29,522,750 
129  Bldgs 


by  Type  of  School: 


Electrical  Systems 
than  Alarms 
$115,018,689 
854  Bldgs 


* Excludes  pending  Health/Life  Safety  amendments  submitted  for  approval. 

**  More  than  one  building  per  project  is  needed. 


Overview 


The  Illinois  State  Board  of  Education  conducted  a survey  of  school  districts  in  August  1999. 
Responding  elementary,  secondary  and  unit  districts  indicated  the  need  for  $7.4  billion  of 
construction  and  repair  work  within  the  next  five  years,  over  and  above  work  currently  in 
progress.  There  were  808  of  892  districts  (90.6%)  that  responded  to  the  survey,  including 
Chicago  Public  Schools  District  #299.  Following  are  significant  findings  of  the  survey. 


Facility  Needs: 

• $2.1  billion  is  needed  to  build  170  new 
schools. 

• $670  million  is  needed  to  replace  91 
existing  buildings. 

• $1.2  billion  is  needed  to  construct  522 
additions  to  existing  buildings. 

• $468  million  is  needed  to  upgrade  1,397 
existing  buildings. 


• $266  million  is  needed  to  alter  670 
existing  buildings. 

• $1.8  billion  is  needed  for  Health/Life 
Safety  work  on  5,139  existing  buildings. 

• $831  million  is  needed  for  769  other 
repairs. 

• $225  million  is  needed  for  1,183  other 
site  and  building  improvements. 


Other  Findings: 

• Nearly  45%  (45.1%)  of  the  survey  respondents  indicated  they  expected  to  experience 
overcrowding  in  one  or  more  grades  within  the  next  two  to  four  years.  Responses  varied 
widely  concerning  the  maximum  class  size  beyond  which  classes  are  considered 
overcrowded. 

• Voter-approved  building  bonds  were  the  primary  means  of  financing  projects,  according  to 
62.9%  of  the  respondents. 

• Almost  one-fourth  of  the  respondents  (22%)  indicated  that  they  were  forced  to  use 
temporaries/leased  units  to  house  some  of  their  students,  reporting  a total  of  1,162  temporary 
units  in  use. 

• Almost  half  (48.8%)  of  the  respondents  indicated  that  a lack  of  adequate  space  prohibited 
implementation  or  expansion  of  programs,  including  preschool,  early  childhood  education,  all- 
day kindergarten,  technology,  and  special  education. 

• Likewise,  almost  half  (49.5%)  of  respondents  indicated  that  voter  opposition  was  the  greatest 
obstacle  to  full  implementation  of  their  capital  development  plans,  while  39.4%  cited  tax  caps 
as  a major  obstacle. 

• Almost  one-fourth  of  the  districts  (23.4%)  reported  having  capital  investment/improvement 
plans. 

• The  majority  of  temporary  (modular/manufactured)  units  house  elementary  (Pre-K-8) 
students.  Of  these  units,  nearly  180  or  20%  are  16  or  more  years  old,  and  34.7%  are  1 1 or 
more  years  old. 

• The  total  number  of  leased/rented  classrooms  is  relatively  small  (232)  with  the  largest 
number  reported  at  the  elementary  level  (172). 
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Temporary  (Modular  or 
Premanufactured)  Units 


3 0112  042527546 


Temporary  Units: 

Districts  currently  use  temporary  (modular  or  pre- 
manufactured) units  facilities  to  provide  classrooms  to 
house  students.  The  pie  charts  on  this  page  depict  the 
number  and  age  of  temporary  units  in  use. 


Legend: 

□ 1-5  Years  Old 

□ 6-10  Years  Old 

■ 11-15  Years  Old 

■ 16  or  More  Years  Old 


Summary: 

High  School 


Elementary 

Pre-K-8 


High  School 
Grades  9-12 


903  Temporary  Units 


259  Temporary 
Units 


389 


Units 


“Quality  Facilities  for  Students  in  Illinois”  --  Overview  of  Needs  and  Resources 


November  1996: 

• Illinois  State  Board  of  Education  conducted  the  first  statewide  School 
Infrastructure  Survey 

• Of  the  892  districts  surveyed,  808  responded 

• School  Infrastructure  work  needed  was  estimated  at  $6.9  billion 
(excluding  Chicago  Public  Schools  District  299) 

December  1997: 

• Illinois  General  Assembly  approved  the  School  Construction  Act 

• The  Act  Created  a $1.1  billion  matching  bonding  program  for  Illinois  schools 

• State  resources  were  available  for  capital  assistance  to  school  districts  in 
Illinois  for  the  first  time  in  twenty  years 

May  1999: 

• As  part  of  the  ILLINOIS  FIRST  program,  Governor  George  Ryan  provided 
an  additional  $2.2  billion  to  continue  the  School  Construction  Program 


• A new  School  Maintenance  Grant  Program  (dollar  for  dollar  match  for 
projects  up  to  $50,000)  was  also  created  as  part  of  the  ILLINOIS  FIRST 
program  to  provide  $125  million  for  all  school  districts  to  address 
maintenance  needs 

July-August  1999: 

• Illinois  State  Board  of  Education  Conducted  School  Infrastructure 
Survey  II 

• Of  the  892  districts  surveyed,  808  responded 

• School  infrastructure  work  needed  is  estimated  at  $7.4  billion 
(including  Chicago  Public  Schools  District  299) 

September  1999: 

• The  Health/Life  Safety  Code  Advisory  Committee  (created  under 
Public  Act  90-811)  completed  a report  of  recommendations  for  Governor 
Ryan,  Legislative  Leaders,  and  the  State  Superintendent  of  Education 
regarding  various  aspects  of  Health/Life  Safety  to  address  definitions, 
funding  and  accountability  issues 


Illinois  State  Board  of  Education  Principles  for  School  Infrastructure  Development 


Every  child  should  have  an  equal  opportunity  to  attend  school  in  an 
environment  that  is  physically  safe  and,  in  other  necessary  ways,  conducive 
to  learning. 

The  safety  of  school  buildings  should  be  guaranteed  through  a well- 
orchestrated  accountability  system. 

The  state  should  serve  as  an  advocate  for  local  districts'  infrastructure  needs 
and  provide  funding  in  addition  to  that  supplied  by  local  communities. 

Ongoing  and  timely  maintenance  of  school  facilities  should  be  required, 
unless  new  construction  is  more  appropriate. 


School  districts  infrastructure  planning  should  align  with  State  Board  priorities 
of  the  21st  century. 

School  districts  infrastructure  planning  should  be  undertaken  as  part  of  the 
overall  school  improvement  process,  and  careful  attention  should  be  paid  to 
how  facilities  support  teaching  and  learning  that  result  in  improved  student 
achievement. 

School  districts  should  engage  in  public  infrastructure  planning  with  local 
businesses  and  the  community  to  better  ensure  that  school  facilities  can 
accommodate  society’s  changing  needs  and  be  used  for  other  purposes  in 
addition  to  education. 


Printed  by  the  authority  of  the 
State  of  Illinois 
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